August 1999: The two pictures above show our new home at 2133 W. Alluvial in Fresno as we saw it 
when we purchased the property. This view is from the entrance foyer looking to the east. 



After taking possession of the house, 
we spent about six weeks remodeling 
the entire interior. The next pictures 
show the progression of work from the 
same view as seen above. 





Above right, you see the interior walls that separate the living room, 
dining room, laundry room, family room and kitchen. With the 
exception of one wall, they were all removed to open the space 
up to a width of about 65 feet. 



In this picture you can now see through to 
the east wall of the family room/kitchen area. 
Behind the former built-in bookcase was 
a laundry area which was moved to a new 
room constructed off the master bedroom. 
Notice that there is a post, not an adobe 
column, where the walls previously met. 





The built-in cabinet between the living room and dining room had been recessed into the adobe 
column it adjoined. After we removed it, the column's adobe bricks could not be restored, so the 
entire column was torn down. Two new adobe columns were then built to match the other two 
original columns at the west end of the living room. 






Still looking east, the two new 
adobe columns can be seen in the 
background, while the two original columns 
are in the foreground. This was the day our 
furniture was being delivered after four months in 
storage, but it would still be two weeks before 
we could actually move in. 




After the contruction and painting was 
completed, new wall-to-wall carpet was 
installed and our oriental rugs could be 
layed out and enjoyed! 




The pictures below show the length of the room looking towards the east wall from the entrance 
foyer. These pictures were taken at night to show some of the dramatic lighting effects we can 
achieve with over 100 track lights installed throughout the house. 
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